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The American Telephone 
and Telegraph Company has 
found that civil defense tele- 
phones in the offices of sis 
governors were incorrectly 
wired so that conversations in 
the offices could be moni- 
tored. but only if the lines 
were tapped nearby, a com- 
pany spokesman said y ester- 


states remain to be examined* - 
Where wiring errors have 
been found, the mistake “is or 
will hr corrected.*’ the spokes- 
man said. 

According to Mandel. a pri- 
vate electronics expert making 
a routine check of his office 
discovered that the civil de- 
fense phone — part of the na- 
tional warning system in- 
Vstalicd hv AT&T affiiiates — 
the phone survey, begun capable of picking up and 
Tuesday bv AT&T after Mary- transmuting conversations in 
land Gov. Marvin Mandci re- Mandci’s office while the 
vealed that his phone could P*>one was cradled. The phone 
serve as a listening device un could not amplify the eonver- 
covered wiring errors in the sations, however, and any po- 
“hot lino” phones in five other tential eavesdropper would 
states — Delaware, Pennsviva- havr had ll> la P the Vmc 
nia. Illinois. Utah anil Arkan- Thc telephone company said 
sas that thc phone had been im- 

In 38 other states, a co!n l>rup«trly wired hut that a safe-;] 
pany spokesman said, no wir- cuard m>ide thc aatehouse 
ms errors or conditions that »««W prevent transmissions,; 
would perroi'. dropping ^ !on 3 cradled phone going 

of any kind were found " 3n} ' furt * lcr - 

The phones in five more See PHONES, All, Col. 1 
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PHONES, From A l 1cm A spokesman for Shafer 

sard yesterday that Shafer’s 

n !t XP f C ^ phone hacI not been ^cked 

wmriH h tl Jr- ^ sincf * a*d that he was unaware 
L very difficult to of any wiri ng dcfecL 

♦ £ )nV T. at u nS Z™ Arkansas Gov. Winthrop 
outside the statehouse. but Rockefeller could not be 

a w \ r ould . hc d0I 5 e L 11 reached for comment. 
u Jt t “ An aide to Illinois Gov 

„i„„. <* M* ™ : ;t ‘g&ra t 

Boyle said he thought the aide to Utah Gov. Calvin L 
wiring error was unintentional Rampton said. “He took quite 
because if it were deliberate, . Ught of it as a matter of fact, 
-it wouldn t be that obvious” He said that if they had taken 
The national wanting sys- thc trouble to monitor his pn 
tem is made up of about 1.600 vate conversations, they had 
telephones including those in taker* on an awfully dull task 


the governors* offices in exec- 
utive mansions or in state-, 
houses The governors’ phones 
duplicate those operated by 
the “state warning point." 

These phones are connected 
to three transmission points of 
the North American Air De- 
fense Command: At Cheyenne 
Mountain. Colo., in a two-story 
underground building in Den- 
ton. Tex., and at a classified 
location “outside Washington,” 
According to the Office of 
Civil Defense, the system 
costs about SI million an- 
nually for maintenance and 
operation. 

The phones are special, four- 
wire r cir curt devices designed 
to Insure at least one-way 
transmission in an emergency. 

V spokesman for AT&T said 
last night that the wiring error 
could not in any way be dup- 
licated on normal household 
telephones, which are differ- 
ently constructed. Another 
company official said the 
phone company is preparing a 
complete explanation : of the 
error for the public. - - 

Delaware Gov. Russell \\\ 
Peterson learned that his 

phone was* capable of eav 

dropping after Mandel called 
him about the Maryland 
phone: 

Pennsylvania Gov. Raymond 
P. Shafer had his ’phone 
checked earlier in the week b> 
the phone company and an- 
no uned that it had no prob- 
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